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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 10367 272022Z 

16 

ACTION COME-00 

INFO OCT-OI ARA-10 ISO-00 EB-07 /018W 

021179 

R271531Z AUG76 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 4528 

UNCLAS CARACAS 10367 

FOR COMMERCE/MEPD 

EO 11652 NA 
TAGS: BENC,VE 

SUBJ: MAJOR PROJECT: 800 KV HIGH VOLTAGE TRANSMISSION 
LINES 

REE: ICARACAS 9856 
2 STATE 205890 

1. AS EDELCA HAS NOT YET OPENED PREQUALIEICATION PROCEDURES, 

LITTLE MORE THAN PROJECT SCOPE OUTLINED IN REF 1 IS 
CURRENTLY AVAILABLE. 

2. INTERESTED VENEZUELAN FIRM SEITER ADVISES THATFOREIGN FIRM 
WILL PROBABLY BE REQUIRED TO PROVODE CABLE LAYING AND TENSIONING 
EQUIPMENT, (INDLUDING HELICOPTERS) AND TRANSMISSION TOWER DESIGN, 
FOR TOWERS TO BE BUILT LOCALLY. PHELPS-DODGE SUBSIDIARY ALCAVE 

3. SEITER NOT LIKELY TO BE ABLE TO PROVIDE MUCH MORE THAN 
"TOKEN" PROPORTION OF REQUIRED ENGINEERING SERVICES. USDOC 
PLEASE HAVE POTENTIALLY INTERESTED EIRMS CONTACT SEITER AS PER 

CONTACT INFORMATION CONTINED REE 1 EOR TERMS OF ASSOCIATION, 
SEITER'S CONTRIBUTIONOF ENGINEERING SERVICES, AND OTHER INFORMATION 
WHICH IS PROPERLY IN THE REAL6 OE COMPANY-TO-COMPANY 

NEGOTIATIONS. 

VAKY 

UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA10367 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760328-0739 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976081 4/aaaaalgx. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: morandr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2004 by ReddocGW>; APPROVED <25 JAN 2005 by morandr> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: 800 KV HIGH VOLTAGE TRANSMISSION LINES 
TAGS: BENC, VE 
To: STATE 
Type: TE 
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